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THE DEPUTY DIRECTOR OF CENTRAL INTELLIGENCE 

7 July 1976 

Major General Edward B. Giller, USAF (Ret. ) 
Deputy Assistant Administrator for 
National Security 

Energy Research and Development 
Administration 
Washington, D. C. 20545 

Dear Ed: 

Thank you for your letter concerning my 
appointment as DDCI. I know that the relationships 
between CIA and ERDA are useful to both of us and 
I look forward to working with you to build those 
relationships as we move into the future. 

All the best to you, and let's keep in touch. 

Faithfully yours. 


E. H. Knoche 


Eysrut' /e Rojisliy 
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